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NUMBER
	DATE
	TITLE

307,606
	Nov.      4/1884
	Well-Drilling  Apparatus  for  Oil,  Gaa,  or


	
	Water.

309,591
	Dec.     23, 1884
	Regulating Steam Supply to Compound En-


	
	gines.

309,592
	Dec.     23, 1884
	Regulating Steam Supply to Engines.

310,347
	Jan.        6, 1885
	Pressure Regulator.

310,348
	Jan.        6, 1885
	Pressure Regulator and Relief Valve.

312,541
	Feb.     17, 1885
	Means for Detecting Leaks in Gas Mains.

312,542
	Feb.     17, 1885
	Means for Detecting Leaks in Gas Mains.

312,543
	Feb.     17, 1885
	Pressure Regulator and Cut-Off.

312,777
	Feb.     24, 1885
	Means for Carrying Off Leakage from Gaa


	
	Mains.

313,393
	March   3,1885
	Connection for Pipe Lines.

314,089
	March 17,1885
	System for the Protection of Railroad Tracks


	
	and Gas Pipe Lines. .

315,363
	April      7, 1885
	Means for Detecting Leaks in Gas Mains,

318,839
	May    26, 1885
	Regulator for Gas and Air Supply to Furnaces.

318,840
	May     26, 1885
	Pipe Coupling for Gas Mains.

318,841
	May    26,1885
	Pipe Joint for Gas Mains.

319,364
	June      2, 1885
	Means for Detecting and Carrying Off Leak-


	
	age from Gas Mains.

319,365
	June      2, 1885
	Pipe Line for Gas Supply.

319,765
	June      9, 1885
	Stop-Valve Box for Pipe Lines.

323,246
	July     26, 1885
	Pipe Line.

323,840
	Aug.       4, 1885
	Method of Conveying and Supplying Gas.

324,905
	Aug.     25, 1885
	Pressure Regulator and Cut-Off.

328,368
	Oct.      13, 1885
	Means for Conveying and Supplying Gas.     '

330,179
	Nov.     10, 1885
	Means for Detecting and Carrying Off Leak-


	
	age from Gas Mains.

331,595
	Dec.       1, 1885
	Means for Detecting and Carrying Off Leak-


	
	age from Gas Mains.

331,596
	Dec.       1, 1885
	Means for Detecting and Closing Leaks in


	
	Gas Mains.   ,

333,800
	Jan.       5, 1886
	Means for Conveying and Supplying Gas.

340,266
	April    20, 1886
	Means for Preventing Leakage in Gas Mains.

340,267
	April    20, 1886
	Pipe Joint for Gas Mains.

340,268
	April    20, 1886
	Pipe Joint for Gas Mains.

341,295
	May      4, 1886
	Pressure Regulator and Cut-Off.

342,552
	May     25, 1886
	System of Electrical Distribution.

342,553
	May     25, 1886
	Induction Coil.

342,659
	May     25, 1886
	Pipe Joint for Gaa Mains.

344,701
	June    29, 1886
	Means for Detecting and Carrying Off Leak-


	
	age from Gas Mains.

345,093
	July       6, 1886
	Car Brake.

345,820
	July     20, 1886
	Automatic Brake Regulator.

347,673
	Aug.     17, 1886
	Proportional Meter.

349,130
	Sept.    14, 1886
	Dynamometer.

